I 






r?A??K r >rr o? vtcktf Ar/L-'? 

I talked with VicVie Warts *t r :lE pn this date, February 17, I96L. 

The follow 4 ng rta enent la what (*e said happened November ??, 1963. 

T'y name is Vickie Adana, 3P09 Cole, Apt. D., no phone, ffy job ie 
office service representative, I reported to work that Xgy sbc'jt R j Sj5j 
and I worked in that capacity until no-on. 

A friend of nine, Llsie Earmon, who lives in °a’< Cliff and works in the 
office, wanted to take some moving pieturea of the motorcade. I opened a 
third floor window about the third one from the front of the building. She 
took pictures of the motorcade, then the President got in front of us I 
heard someone call him, and he turned. That is when X heard the first 
shot. I thought it was a fire cracker. Then the second shot X saw the 
Secret Service man run to the hack of the President 1 s car. After the 



shot." The elevator was not running and there was no one on the stairs. I 
went down to the first floor. T saw ^r. Shelly and another emrloyee named 
Pill. The freight elevator had not moved, and X still did net see anyone 
on the stairs. 

I ran out the tack door of the depository and ground to the front. I 
started down toward the railroad tracks when an officer stopped me and turned 
me hack. I asked the officer if the President was shot, and he said he did 

not know. As I turned back I saw another employee Ko'ena standing by the 
front of the building facing F.ira Street. I stopped and talked with Avery 
Pavis another employee. I saw two men in street clothes, one was gesturing 
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vith hie hands and asking cuestlone. T asked Kr, ‘avis who he was. I 
later eaw Jack Euty on TV and thought it was the same ran. No one had 
surrounded the buildi'-g at that tine. I vent hack into the building and to 
the passenger elevator, but the power was cff. I went to the hack to the 
freight elevator. There was two plainclothes men on it. However, the 
power on it also was turned off. I walked uo the stairs to the fourth 
floor to igy office. Ve were later told to leave. 

This concludes Hiss. Warns’ statement to ne. 

J. H. heave lie 
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